FISH 6c NEAVE 

875 THIRD AVENUE, NEW YORK, N.Y. 10022-6250 


COPY 



October 22, 1991 


BY FACSIMILE - CONFIRMATION BY MAIL 

Ms. Beverly A. Monroe 

Patent Researcher 

Philip Morris Management Corp. 

Law Department - Patent Section 
P.O. Box 26583 

Richmond, Virginia 23261-6583 

Re: PM-1322 {New Zealand) 
Application No, 230010 


Dear Beverly: 

Enclosed is a copy of a draft letter to John Bass 
containing suggestions for response to the latest official 
action. Please review the letter and let me know if it can 
be sent. You may want to consider, in particular, my 
discussion of heat transfer, which you may also want to 
review with Jim. 

The response is due November 28, 1991. 

Very truly yours, 


JHI:bas Jeffrey H. Ingerman 

Enc. 



Source: http ywww.industrydocuments.ucsf.edu/docs/krnj0000 
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